THE WITNESS:  No.

JUDGE KOUTRAS:  Did you actually go back under
the second half of this header after you went
up and tested it, the half of the header that
you were working on after you pulled out, 30
seconds after you pulled out approximately 10
yards, it fell?

THE WITNESS:  Right.

JUDGE KOUTRAS:  And that caused you some problem,
right?

THE WITNESS:  Right.

JUDGE KOUTRAS:  You reported that?

THE WITNESS:  Right.

JUDGE KOUTRAS:  Then Mr. Feathers gave you a pry
bar?

THE WITNESS:  Right.

JUDGE KOUTRAS: And you went back, and he came
back up there a couple hours later and observed
it, is that correct?

THE WITNESS;  Yes.  He was with me.

JUDGE KOUTRAS:  He was with you.  You tested it
with a pry bar?

THE WITNESS:  I went up with it, stuck it back
up in there in that corner, and it wouldn't budge

JUDGE KOUTRAS:  Now, at that point in time, did
you make a decision that that header that was
remaining that you went up and tested was unsafe?

THE WITNESS:  Well, I was taking a chance, really

JUDGE KOUTRAS: Forget that. Answer my question.
If you tested it with a bar and found that it was
sound, then what else, what other alternative did
you have?

THE WITNESS:  Well, I am not going to say it was
sound.
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